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No. 750A P.B.X, stations.. 


regular P.B.X. stations... 
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er paging) 

signal, KS-type (see sections 
covering Signals, auxiliary 
and Systems, code calling}. 


Identification of, 
line or station number at com- 


mon battery stations........ C61.712 
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DOEtS 2 ec an tious Saas be eG 
types for inside locations, 
description and use.......6.. 
installations «46% «wae eee oe Res 


C12.101 
Page 15 


C54.311 
C31.401 


C 33.401 
C61.701 


C14.901 


C55.761 
C55.763 
C55.764 


C53.171 
C53.173 
C53.174 


C 36.250 


C 36.201 
C 36.245 
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65.015 


C65.034 
C65.035 
C53.231 
C53.232 


C53,.261 


C53.263 
C 53.262 


C54.103 


Complete Reference 


Sections Sections 


C65.011 
C65.012 


C65.014 
C65.015 


C65,034 
C65.035 


C65.031 


C65.041 


C65.042 


C65.103 
C65.104 


C65.101 
C65.102 


15A and 23A, 


description. .......eee recone C53.251 
installation. .......-¢2 ee eae C53.253 
SUPPLIES .. ee eee eee eee ee eee C53.252 
tests and adjustments....... C53.254 
No, 100, 
description. ......ce esse eees C53.271 
installation. .....5.. ees eves C53.273 
supplies .... cee eee eee eee » C53.272 
tests and adjustments....... C53.274 
101A and 1O1B, 
description. ....c0esereeeeee C54.405 
installation. ....... eee eens C53.406 
SUPPLIES .. ee eee ee eee ences C53.407 
tests and adjustments....... C53.408 
ll1A, 
installation. .... 00.8 e ee eens C53.428 
maintenance, ... 22. e ee eres C53.429 
supplies ... eee ee eee ee eee C 53.427 
Key Telephone Systems, 
1A, 
description. .... cece eee ee eee C53.151 
installation......., veer eaee C53.153 
maintenance... cee eee eee nae C53.154 
SUPPLIES ceive eee ee eee n renee C53.152 
description........ sete aeee C53.161 
installation. .......eeeeeeeee C53.161 
Maintenance... .... sce eee eee C53.163 
SUPPlieS .o cece e eee ee eens C53.162 
work sheet ...... eee e eee rece C61.693 C61.693 
Keys, 
Arranged for monitoring on 
three lineS... 2... cere cece C59.090 


station control, 
description and installation.. ©36.306 C63,741 
549 and 551 types........-08. C36.301 
6030A type for subscribers 
with impaired hearing, 
common battery connections C65.106 C65.106 
L.B.T., C.B.S.connections C65.107 C65.107 
magneto stations........- » ©€65.108 C65.108 


C12.101 
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Complete Reference 
Subject Sections Sections 


Limitations, 


connection, 
and wiring, main and exten- 

Sion Stationsics e144 ¢e«ndes C63.256 C63.256 
buzzer and bells (7 type).... ©63.826 C 63.826 
ringer, 

magneto station........... C64.141 64,141 


non-polarized ringing lines. ©G63.251 C63.251 
polarized ringing lines.... ©63.252 C63.252 


station wiring plans ........ C 66.506 C66.506 
station buzzer signalling 
CIVEUIUE chad te ed RRR ERS C65.826 C65.826 
Limiter, volumé.....cs.eseeaus C55.706 


Line and ringer, 

connection limitations, 
magneto stations ......-.+4. C64,141 C64,141 
non-polarized ringing lines... ©63.251 C63.251 
main and extension stations. ©63.256 C63.256 
polarized ringing lines...... C63.252 C63.252 

connections, 
magneto stations, 

bridged ringing, 


individual lines.......... C64.142 C64.142 

P,B.X. stations ........ C64,142 C64,142 

non-selective party lines. C©C64.142 C64,142 

fural lint@e:.sss see ae ews C 64.142 C64,142 
grounded non-polarized 

ringing, 

two-party selective ..... C64.143 C64,143 


four-party, semi-selective C64.143 C64.143 
ten-party divided code 

PINGING 6 yw dew ara C64,143 C64,143 

main and extension stations, 

eight-party semi-selec- 

tive LIN€S ssa adaws oe. ©€63.265 C63.265 
four-party selective lines, ©63.265 C63.265 
four-party semi-selec- 

tive LINES s.4 404d ee ow 5 C63.264 C63.264 


individual lines ......... 
No. 1 residence system.. 
No. 750 P.B.%. stations., 
regular P.B.X. stations... 
non-selective party lines... 
ten and twenty-party 
bridged and divided code 
FINGiING cee eee eee ee ee eee 
two-party selective flat 
rate lines ...........4.. 
two-party selective 
message rate lines, 
dial only... ... cee eee eee 
manual only ......-02.06- 
use of vacuum tubes to re- 


duce induction and provide 


additional ringing bridges. 
L.B.T., C.B.S,. (Local battery 
talking, common battery 
signaling stations), 
balancing network and battery 
supply connections .. 
station sets by classes of 
SETVICE woe eee eee ee eee 
(other items, indexed under 
apparatus subjects} 
Locating (Indexed under appara- 
tus subjects) 
Loud ringing bells, 
connections (see line and 
ringer connections) 
installation... ....... 0c eee eee 
service order and repair work. 
tests and adjustments ........ 
Loudspeaker Paging Systems, 
description and apparatus..... 
installation and maintenance .. 


with 103C and 103D amplifiers, 


Maintenance .-- eee ere r eens 
Loudspeaker Sets, 
100 type... cece renee reece vese 


C12,.101 
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C63.261 
C65.701 
C65.711 
C63.261 
C63.268 
C63,.269 
C63.262 


C63.263 
C63.262 


C63.271 


C63.289 


C63.131 


CG31.148 
C63.212 
C31.205 


C54.521 
C54,523 


C63.261 
C65.701 
C65.711 
C63,261 
C63.268 
C63.269 
C63.262 


C63.263 
C63.262 


C63.271 


C63.289 


663.131 


63,204 
C63.212 
C63,211 


C65.041 
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Complete Reference 
Subject Sections Sections 


Magneto Station Sets by Classes 


Of Service 110.6 2445%.0 eee wd bes C64.101 C64.101 
Magneto Stations, 

apparatus and useé............ C41.102 

apparatus connections ........ C64.131 C64.131 

bridged on toll lines ......... C64.199 C64.199 

federal Sets i244 45 p¢4icanccs. cad C41.107 

LQG SOS. ces ciiesde dws wadwes C41.106 


line and ringer connections, 
bridged ringing, 


individual lines ....:..s.+ C64.142 C64,.142 
P.B.X. stations .....-505: C64,.142 C64.142 
non-selective party lines... ©€64.142 C64,.142 
Pural: linet sisyescaeaeeee C64.142 C64,.142 
grounded non-polarized ringing, 
two-party selective......... C64.143 C64.143 


four-party semi-selective ... C64.143 C64,143 
ten-party divided code ringing C€64,143 C64,143 


MIBINTENANCE 6 64ccaeeee bee eee C41.104 
ringer connection limitations .. C64.141 C64,141 
tests and inspections......... C64.151 C64,.151 


Main and Extension Stations- 
Connecting and Wiring 
IsIMatiONS: 24 acess Cee eda Oe C63.256 C63.256 
Main station, 
connections (see line and 
ringer connections) 
(other items indexed under 
apparatus subjects) 
Maintenance {indexed under 
apparatus subjects} 
M1 carrier telephone system 
station sets, 
description and installation.. ©55.731 
MaAintenanes i dived eae taayss C55.735 
Mobile telephone service station 
sets, 


description and installation... ©57.201 


installation methods.......+.+ 057,205 
MAINTENANCE «sue ees rare wenns . G57.204 
Monitoring Key arranged for 
monitoring on three lines,....-. C59.090 
Mounting (indexed under appara- 
fu& SUBPEEIB). on cin ves ceecansn 
Mountings, 
dial, 
description Ben GH. wi ms ew ae C 34,301 
installing 39, 41 and 43 
EYPES wee ene rene eee cas ema C 32.001 C63.317 
hand set, A, B, ¢, D, E and G 
types, 
securing cords with stay 
BSOKS witeiiwew wdien eae ke ae C 32.060 
tests and adjustmeénts..... 32.375 63,317 


hand set, G type, 
with GLA hand set,-—cording.. ©32.524 


protector, 

description and installation. ©33.003 C63.503 
telephone set—H type........ C 32.575 C63.408 
telephone set—M type....... » G32.578 C63,.432 
telephone set with G1A Hand set 

COPING «6.003 Cerrar reset tt C 32,524 

N 
Networks, 

induction coil, 

Ris Diag Th Ate: 6 ee ce vcore C63.289 C63.289 


magneto stations ..,..,.,--. ©€64,131 64,131 
Number cards, 


printed type ..... © 8 wie Bee ems te C37.311 

paper make-up type....,.e.6. C 37.4312 
Number, line or station, 

identification Gf. ...m.swesewne C61.712 C61 .712 
C12,101 
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Complete Reference 
Subject Sections Sections 


Order Turrets, 


No. 1, 
CONNE CHONG: 4044044 caw eee es C65.514 C65,514 
CeSCTintion.csiueeteee cue te 4 C53.101 
installations+.i% .a8se<as< wes C53.103 C65.511 
SUPPILES.s 242 ices abn ode ee eee C53.102 
tests and adjustments....... C53.104 C65.511 
No. 2, 
GESCTIPUONs ssa ae eos eee ee C53,111 
IWStaUBliON in ev ee eee eee eas C53.113 
SUPPLIES si Hae eee ee Oe ee C53.112 
tests and adjustments..,.... C53.114 
No. 4, 
PGRHECHONS: 24 c884 su Sowa ark C65.529 C65.529 


description and supplies..... ©53.131 
Outdoor telephone and 
subscriber sets, 
mounted types, 
CONHECHIONS. ¢steeus dayne ee C65.857 C65.857 
MeSeripuon. 6496s e eo ee ees G55.251 
installation and maintenance ©55.251 C65.856 
portable (No. 324A) type.... ©55,252 


GIs vk ae ea ag eee ae 2 eS C10,002 

Pads, friction, KS-8035........ G32.s15 C63.317 
Paging Systems, 

loudspeaker, 


description and apparatus... ©54,521 
installation and maintenance. C€54,523 
Placing Wire and Cable in 


DUS pc aud Cale tee Be oe eel C24.061 C62.101 
Pian for Bell Operating 
Company Practices.........45 Gil.002 


Plan for distributing sections.... ©11,901 


Plan for System Issued Practices 
Plans, 
station wiring, 
connections, 
buzzer signaling circuits.. 
limitations .......ec ee eeee 
lamp line busy signals for 
pians 100, 101 and 102.... 
plans 107 and 108 ........ 
plans 110 and I11......... 
plan 150 .............42., 
plans 200, 201, 202 and 300 
plans 203, 204, 205 and 206 
plans 207, 208, 209, 210 and 
(22 re 
subscriber sets, 541, 542, 
641 and 642 types........ 
GESCTiptiOn, ... creer veeees 
installation........ seer eveae 


SUPPlIES .. 6... ccc ce ee ees 
Plugs, 
for telephone connections to 
DOAatS cic ee reer acc ecesccnvees 
types for inside locations, 
COTCING 2... eee eee ee tees 
description and use,........ 
installation... . 2... eee nee 
Portable telephone set (324A Type) 
Power Supply Arrangements for 
Station Systems, 
apparatus and use.......... 
installation and maintenance . 
Program Circuits, 
Terminating at Remote Pick-up 
POintS .... cece cece ane eeee 
Protected terminals, 
inside type, 
fusing and wiring........... 
Protector and Signaling Grounds 
Protector Mountings, 
description and installation .., 
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C11.001 


C65.826 
C66.506 


C66.511 
C66.516 
C 66.521 
C66.526 
C66.531 
C66.536 


C66.54) 


C66,.507 
C53.011 
C53.013 
C53.014 
C53.012 


C 36.250 
C 36.260 
C 36.201 


C 36.245 
C55.252 


C53.511 
G53.513 


C55.721 


C33.401 


C 33.004 


C33.003 


Cél.002 


C65.826 
C66.506 


C66.511 
C66.516 
C66.521 
C66.526 
C66.531 
C66.536 


C66.541 
C66.507 


C66.501 
C66.501 


C63.731 
C63.731 
C63.731 


C63.511 
C63,504 


C63.503 
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Complete Reference 


Subject Sections Sections. 
Protectors, station, 
description and use .......... C33.001 C63.501 
installation and maintenance... ©33.002 C63.502 
Public Telephone Signs, 
bronze type, 
description and installation .. ©45,105 664,511 
decalcomania type, 
description. 21: - sess sere ees ». 645,104 
installations. +4 :64 kes eoawwes C45.112 C64,511 
enameled iron type, 
description......... ee ee C45.103 
installations ..<caes sea ae wee 645,111 C64,511 
illuminated type, 
description........ eo eee C45.104 
installation. ....00200000u een C45.112 C64.511 
non-metallic type, 
description and installation .. C45.106 C64.511 
[YANSINCOENE . cc ee dow ee ee 
GESCTIPLION, 2.4 ia ss ke ewan eae C45,104 
installations +<ié024+d00—eee es G45,112 C64.511 
| 
Radio frequency suppression 
apparatus, a a ee ee re 
CONDENSETS 040k edu eves ee ows C55.801 C65.876 
filters, 61 type, 
description and use....... C55.802 C65.876 
installation and maintenance C55.803 C65.876 
retardation coils .....seuaee C55.801 C65.876 
Receiver holders ..... PMs ae eA C35.301 
Receivers, 
auxiliary and holders..,....... C 35.301 
COTdiING. 6.56 cs ¢evseeiaeeeyees C35.260 
improved cap and lock ring.... ©35.201 
Recorder Connectors, 
jacks for coupling to telephone 
AES actagathmawd ome eee a es C55.749 


50 type, 
CONNECTIONS, .. ev eer een reece 
description and installation .. 
Maintenance. ...cseeereeeaee 
Reference Sections— General 
Information ..cccrcccareeveaee 
Record, 
repairmen's trouble....... 
repairs to subscriber's 
furniture and premises,.. 
Report and clearing stuffed coin 
FenITh CHUteS 4. sc2 see eee hee 
Reporting time of employees .., 
Ringer, 
connection limitations, 
magneto stations ........... 
non-polarized ringing lines .. 
polarized ringing lines...... 
connections (see line and ringer 
connections) 
service order and repair work. 
tests and adjustments ......., 


Sales of extension telephones and 
of) ee ee ee ee ce 

Saving disconnects ......-.00e0. 

Scheduling, service orders for 
completion ..... (aoe a eee eae 

Scope and Arrangement ........ 

Selection of Wire and Cable..... 

Service order and repair work, 
coin collectors, 

multi~slot types <.004 608 seas 

ringers and loud ringing bells . 
Sets, 

egloreéed stations.ss esas ena Gaus 

hand, 

Connecticut Telephone and 
Pleciritr sce nse kei +e eee 
CONNECLIONS .iseescessesce 
CESCTriIPliOn..21434se2e4ee5 
MBINSnanee y cease 6. ese sees 
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C65.871 
C55.745 
C55.747 


C61.696 
C61.991 
C63.295 
C15.902 


C64,141 
C63.251 
C63.252 


C63.212 
G31,205 


G10.001 


C 64,223 
C63.212 


C30.011 


C65.871 


C61.001 
C61.696 
C61.991 
G63.295 


C64.141 
C63.25)] 
C63.252 


C63.212 
C63.211 


C62.001 


C64.223 
C63.212 


C63,341 
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Complete Reference 
Subject Sections Sections 


Sets, (continued) 
hand telephone, 
connections, 
common battery, 
all individual and party 
lines except two-party 
message rate dial lines. ©63.323 C63.323 
No. 1 residence system.. C65,701 65,701 
No. 750A P.B.X. stations. ©65.711 C65.711 
regular P.B.X, stations... ©€63,323 C63.323 
two-party selective 
message rate, 
dial only.........4.. C63.324 C63,324 
L.B.T., C.B.5S., 
all individual and party 
lines except four-party 
selective and eight-party 
semi-selective lines ... ©63,331 663.331 


desk type, 
COTGING .. eee eee eee ee ee eens C32,164 
GESCTIPtION. .. cl eee eee eens » C32,111 
hanging type, 
COTGING ... ee ee ee ees C32.163 
description... .. ccc eee eer ees C 32.104 
locating and mounting ....... . €32,001 C63.317 
loudspeaker sets, 
100 type... ccc. ee eee ee eee C54,501 


100 type for use with key 
equipments 5A and 5B, 


description ............. C53.261 
installation ........000005 C53.263 C65.041 
SUPPLIES ... ccc eee ween C53.262 


tests and adjustments ... C53,264 C65.042 
station, 
by classes of service, 


common battery ......60-5 C63.121 C63.121 
L.B.T., C.B.S. ......... C63,131 C63.131 
MAGNetO. 2. ee eee eee eeeee C64.101 C64.101 


conversion to dial.......... C41.951 


for station systems and 
Specific useS.... eee cee eae 
cleaning .......... 04.0 e eee 
for automatic ticketing 
SYSTEM cece ee eae eaeeecaae 
for mobile telephone service, 
description and installation. 
maintenance ...........6.. 
methods, installation...... 
for station systems and 
specific use€S.........04.. 
for use in refrigerator and 
freezing rooms........... 
M1 carrier telephone system, 
description and installation. 
Maintenance.............4. 
subscriber, 
connections, 
common battery wall sets, 
all individual and party 
lines except two-party 
message ratedial lines. 
hand set type wall sets... 
No. 1] residence system.... 
No. 750A P.B.X. stations. 
regular P.B.X. stations.. 
two-party selective mes- 
sage rate dial lines...... 
four-party selective and 
eight-party semi- 
selective lines .......... 
L.B.T., ©.B.S. wall sets, 
all individual and party 
lines except four-party 


selective and eight-party 


semi-selective lines... 
four-party selective and 

eight-party semi- 

selective lines........ 
hand set type wall sets... 
regular P.B.X. station.. 
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C65.003 
G30.012 


C32.512 
C57.201 
C57 .204 
C57.205 
C65.003 
C55.161 


C55.731 
C55.735 


C63.231 
C63.239 
C65.701 
C65.711 
C63.231 


C63.232 


C63.233 


C 63.241 


C63.242 
C63.239 
C63.241 


C65.003 


C63.231 
C63.239 
C65.701 
C65.711 
C63.231 


C63,.232 


C63.233 


C63.241 


C63.242 
C63.239 
C63.241 
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Sets, (continued) 
subscriber, (continued) 
containing cold cathode gas 


filled tubes... cee rece eens C 31.122 
description... ......00-. eee C31.101 
for explosive atmospheres 

(629A) oer ee eee eee ».. G55,151 C65.851 
for indoor locations, 

installation... 1... cece ee eee C31.145 C63.202 

maintenance ......ee er eee C63.211 
for outdoor locations, 

connections... ccc eae ee eee C65.857 C65.857 

description, installation and 

maintenance ......-.000. C55.251 C65.856 


for telephone business office 
use (523 and 623 types), 


connectionS.....5e.e5eees C65.843 C65.843 
station equipment........ C55.101 C65.841 
392 and 592 types, 
installation.......-e+.0.+ C 31.148 C63.204 
541, 542, 641 and 64Z types, 
connections ........005 C66.507 C66,507 
terminating wire and 
COFdS. we ee ee te es C24,.181 
telephone, 
for hazardous locations...... C55.153 
300 type (for outdoor use), 
CONNECTIONS... . cee eee eens C65.857 C65.857 
description, installation and 
maintenance .s.sereccene C55.251 C65.856 
302 type, 
connections. ......0. 2. vere C63.411 C63.411 
COTding& .... eee eee eee C 32.504 
description... ...2.-e eee GC 32.502 
304 type, 
CONNECTIONS. cece cece aeeaee C63.412 C63.412 
COTGING wee c ac cc ees enccees C32.504 


description... ..0. cee eaee C 32.502 


305 type, 


COMNECtIONS.......0. 00000] C63.413 C63.413 
COTdINg... eee cee eee ee eee C 32.504 
description,.............. C 32.502 

306 type, 
connections..........0--404 C63.414 C63.414 
cording .......0. cee ee eeee C 32.504 
description............0-- C 32.502 

307 type, 
connections. ......e000ee00- C63.415 C63.415 
COrding .. ec eee eee eee eee C 32.504 
description..............4. C 32.502 

309 type, 
connections.........-0-2-08. C63.418 C63.418 
COTdING .. 6... eee ee eee C 32,504 
description. ......0+ ee reas C 32.502 


320 type (for hazadarous 
locations), 


comnectionS .......0.008. C55,152 
description, installation 
and maintenance....... C55.152 


321 type (loudspeaker and 
distant talking transmitter), 
description and 


installation..........0.% C53.161 
Maintenance ....-.e00008 53.163 
supplies .. cece cee ee wees C53.162 
322 type (elevator sets}, 
connections.........-e.-008 C65.861 C65.861 
description, installation and 
maintenance .........008:. C55.301 
324 type (for use at pier- 
heads and vessels) ........ 55.252 
325 and 326 types (for outdoor 
use), 
connectionS.....csee eres C65.857 C65.857 
description, installation 
and maintenance....... . €55.251 C65.856 
328 type, 
connections, .......6..., . ©€55,.731 
description and installation. C55.731 
maintenance ..... 00. e eee C55.735 
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Complete Reference 


Subject Sections Sections 
Sets, (continued) 
telephone, (continued) 
331 type, 
CONNECTIONS. ceeeeeceseeees C65.868 C65.868 
332 and 334 types {for sub- 
scribers with impaired 
hearing), 
connections, 
332 type telephone sets. C65.113 C65.113 
334 type telephone sets. C65.114 665.114 
description .........004, C54,111 
installation and 
Maintenance.,......eeee C54,114 
354 type, 
COnNNECctionS...... eee eee eee C63,433 C63,433 
COTOING oc ee eee e eee ee eae CG 32.523 
description and installation. C32.509 
356 type, 
CONNECTIONS. .e cee eee ae eee C63.434 C63.434 
COTING .. eck e ee eee eee 32.523 
description and installation, €©32.509 
357 type, 
CONNECTIONS... 6... eee eee C 63.435 C63.435 
COTGING .. eee eee ee ee eee (C32,523 
description and installation. C€C32.509 
401, 410, 411, 440, 441, 460 
and 461 types, . 
COFdING. .. ce eee eee eee C 32.525 
description .......0. eee. C53,151 
installation ............. C53.153 
maintenance ......0.00e, ~ €53,154 
supplies ....... ceca eee C53.152 
500 type, 
CONNECTIONS... ..-.0000 care C63,441 C63,441 
cording ..... ce eee eee eee C 32.538 
description and installation. C32.535 
501 type, 
CONNECTIONS... ... ec eee eee C63.442 C63.442 
COrTding ..... ee ee ee ees C 32.538 


D-17 3487, 


CONNECTIONS. .. cece ec eeeee C63.411 C63.411 
description .......ese sees C 32.502 
Federal Telephone and Radio 
COLP. ccc cee eee ee eee es C 32.507 
North Electric... ......0c eee C 32.505 
Stromberg-Carlson ..... wes ©€32,506 
Shelf, 19A wo. cece wren eee ccnnce C 44,651 
Shielded Inside Wire ........... C24,101 


Signal circuits furnished to 
American District TelegraphCo. €55.799 
Signaling, 
600-1500 cycle selective, 
for 2 and 4 wire lines, 


Maintenance .....eees eens C53.434 
supplies ......... 00 eee eee C53.432 
Signals, auxiliary, 
CONNECTIONS .. cc ee eee eee eee C65.821 C65,821 
description .......0. cece eae C54.301 
installation ...........00- 000. C54,303 
Supplies... ccc ee eee ee eee C54.302 
tests and adjustments (use code 
calling systems section})..... C54.204 


Signs, public telephone, 
bronze type, 
description and installation .. ©C45.105 C64.51] 
decalcomania type, 


description. ....... 0.000.000. C45.104 

installation..............4..% C45.112 C64.511 
enaméled iron type, 

description... ....e ec eev eves C45,.103 

installation... ..... cece ee eee C45.111 C64.511 
illuminated type, 

description... ........c ee eee C45,104 

installation... ..... ccc eee eee C45.112 C64,511 


non-metallic type, 
description and installation .. ©45.106 C64,511 
translucent type, 


description, .... ccc reece ene C45.104 
installation... .. ccc c eee eee C45.112 C64.511 
Silencer, 1A voice. .....ccccaes C55,701 


Special Services-Volume Limiter C55.706 
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Complete Reference 


Subject Sections Sections 
Splicing and Repairing Wire.... ©24.141 C62.001 
Splicing Cable... .. eee eee ee ees C24.161 62.001 
Stands, desk, 
connections, 
common battery, 
all individual and party lines 
except two-party selective 
message rate dial lines .. C63.373 C63.373 
No. ] residence system... C©€65.701 C65.701 
No. 750A P.B.X. stations.. C65.711 C65.711 
regular P,.B.X. stations... C€63.373 C63,373 
two-party selective mes- 
sage rate (dial only) ..... C63.374 C63.374 
L.B.T., C.B.S., 
all individual and party lines 
except four-party selec- 
tive and eight-party semi- 
selective lines.......... C63.381 C63.381 
regular P,B.X. stations... ©63.381 C63.381 
cording, 
anti-sidetone, E20, 140, 151 
and 152 types,.... seeevees G32.461 
sidetone, 20, 40, 50, 51 and 
52 tyPeS co. e sce ee wee eae C 32.460 
description and use .......... C 32.401 
locating and mounting ........ C 32.001 C63.353 
Maintenance ... ec cece eee wees C 32.475 C63.353 
securing cords with stay hooks, (C©32.060 
Staple Drivers, 
operation and maintenance.... C24.023 
Station, 
connections (see line and 
ringer connections and appa- 
ratus or equipment subjects) 
control keys, 
description and installation... ©36.306 C63.741 
cords, all types ............. C 36.101 C63.701 
dials, 
D-97807 type ..... ce ccc ee eee C34.111 
2, 4, 5, 6 and 7 types, 
description and use....,.... C 34.101 
z2, 4 and 5 type, 
maintenance............-02. C 34.175 C63.611 


6 and 7 type, 
maintenance... . 2.2... 2c cee eee 
equipment for telephone busi- 
ness offices, 
CONNECTIONS, .. cee eee eee nee 
description and installation 
number cards, 
paper make-up type ........ 
printed type... .. eee ee eens 
POCECHION ... eee ee ee ee ee 
protector mountings,......... 
protectors, 
description and use......... 
installation and maintenance, 
set arrangements for use in 
refrigerator and freezing 


TOOMS. 2... cece eee eee tenes 
sets by classes of service, 
common battery.........0... 
L.LB.T., C.B.S5. ........... 
MAPNETO 2... eee cece seca 
sets for automatic ticketing 
SYSTEM ever nce e erase araee 
sets for mobile telephone 
service, 
description and installation, 
Maintenance ..eseeeceneeee 
sets for station systems and 
SPecific USES... eer even vees 
sets, Ml power line carrier 
system, 
description and installation, 
Maintenance ..... eee see eee 


wiring, general requirements... 
wiring plans, 
connections, 

DUZZEL wie ee eee eee ene 


plans 100, 101 and 102..... 
plans 107 and 108..... eee 
plans 110 and 111......... 
plan 150 


ee ee ee 
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C34.176 
C65.843 
C55.101 
G 37.312 
CG37.311 
C63.501 
C33.003 
C 33,001 
C33,002 
55.161 
C63.121 
C63,131 
C64,101 
C 32.512 
C57.201 
C57.204 
C65.003 


G55.731 
C55.735 


C65.843 


C63,501 
C63.503 


C63.501 
663.502 


C63,121 
C63.131 
C64.101 


C65.003 


C62.001 


C65.826 
C 66.506 
C66.511 
C66.516 
C66.521 
C66.526 
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Subject 


Station, (continued) 
wiring plans, (continued) 
connections, (continued) 
plans 200, 201, 202 and 300. 
plans 203, 204, 205 and 206. 
plans 207, 208, 209, 210 and 


subscriber sets — 541, 542, 
641 and 642 types........ 
description. ........-8505 000 
installation... 2.0... eee eee 


SUPPLIES... ce ec ee es 
wiring supplies... ... cece eee 
Stations, 
common battery anti-sidetone. 
magneto, 
apparatus and uS€.........- 
apparatus connections....... 
line and ringer connections, 
bridged ringing ...--.-+.+-- 
grounded non-polarized 
PINGING 2. ee eee eee eee 
grounded polarized ringing. 
maintenance....... ease e eee 
ringer connection limitations. 
tests and adjustments....... 
Subscriber sets (see Sets, 
subscriber) 
Subscriber Sets—Installation..... 
Subscriber Sets—Maintenance.... 
Supplies (indexed under appara- 
tus subjects} 
Systems, 
civil air raid warning, 
description. ....2e rere cece 
installation. ........000e wees 
code calling 1A and 1B and 
signals for 2A and 2B, 
CONNECHIONS. ». eee eee arene 


Sections 


C66.531 
C66.5 36 


C66.541 


C66.507 
C53.011 
C53.013 
C53.014 
C53.012 
C24,021 


C30.001 


C41.102 
C64.131 


C64.142 
C64,143 
C64.144 
C41.104 


C 64.141 
C64.151 


C31.145 


C56.102 
C56.103 


C65.811 


Complete Reference 


Sections 


C66.531 
C66.536 


C66,541 
C66.507 


C66.501 
C66,501 


C64.131 
C64,142 


C64,143 
C64.144 


C64.141 
C64,.151 


C63,202 
C63.211 


C65.811 


description and usé....... C54,201 


Installation «isee ea cowed dds C54.203 
SUPP ES. ie sive Caw eee eens C54.202 
tests and adjustments..... C54.204 


intercommunicating, Webster 
Electric Teletalk, 
description and operation... €53.171 


installations. «hw tae kW ae ee C53.173 
Maintenance .....ee ree cane C53.174 
key telephone, 
LA, 
HeSCriIPliOn «o242+<ea eae es C53.151 
Installation «<¢45-c60 eo eeu a 04 C53.153 
Maintenance ....ceereeeeae C53.154 
SUPPILES ic vs dearer ee eats C53.152 
description and installation, C53.161 
WaintenanGe ..cesaedcavase C53.163 
SUP DINGS ..2 ws, wo bet enw Ow C53.162 


loudspeaker paging, 
description and apparatus.... ©54,521 
installation and maintenance, ©€54,523 
M1 power line carrier, 
description and installation... ©55.731 


Maintenance... .. 2... eee ee G55.735 
No. 1] residence, 
connections ........c0ce eee C65.701 C65.701 
station, 
power supply arrangement for, 
apparatus and use ........ C53.511 
installation and maintenance C53,513 
station sets for ........0005 C65.003 C65.003 
transmission zoning......... C30.002 


Telephone, 
instructions for use of ..,.... G14.901 
booths, 
indoor 1, 2, 5, 6, 7, 10 and 11 
types, 
description and supplies... C44,103 
installation .........-00-% C44,111 C64.411 
maintenance .......00006 C44,.121 C64.411 
C12.101 
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Subject 


Telephone, (continued) 
booths, (continued) 
open type... ee eee ere eee eee 
outdoor 9 type........ teaees 
outdoor 1 and 2 types, 
description and supplies... 
installation............4.. 
directories, 
installation. .......0 cece aeee 
providing, repossessing and 
FEUSING cece eee eee ee aeee 
set mountings, 
H-type maintenance,........ 
M-type with GIA handset 
Cording wc. ee eee w eases see 
Maintenance .. cece ena e nee 
sets, 
answering 1A, 
CONNECTIONS. ......-000 200s 
description.....--.-+20e08 
installation........-..-28.> 
300 type for outdoor use, 
CONNECTIONS. .. Lee eee ee eee 
description, installation 
and maintenance......... 
302 type, 
connections ....-... 2c eae 
COTdING. . oc. e eee eee eee eee 
description .............5- 
304 type, 
connections ...s.eeseae saan 
COYdING. . cece eee wwe aee 
description... ......6-e0 00. 
305 type, 
CONNECTIONS 2. cee cee aees 
COPdIng wea e ee ere a sarees 
description .........0.005- 


Complete Reference 
Sections Sections 


G52.251 
C44,.201 


C44,108 
C44.118 


C 46.102 
C64.611 
C32.575 
C 32.524 
C 32.578 


C55.610 
55.607 
C55.608 


C65.857 
C55.251 


C63.411 
C 32.504 
C 32.502 


C63.412 
C 32.504 
C 32.502 


C63.413 
C 32.504 
C 32.502 


C64.431 


C64.432 
C64,.611 


C63.408 


C65.857 


C65.856 


C63.411 


C63.412 


C63.413 


306 type, 


connections. .....-.2 ee eue C63.414 C63,414 
COPING .. Lee eee eee ee eee CG 32.504 
description... ... ee eee eee C 32,502 
307 type, 
CONNECTIONS. ceca eee ve rees C63.415 C63,415 
cording ...... sre eeeeeeeee G32,504 
GEScription ... ccc e vee eaee C 32.502 
309 type, 
connections. .....+e068% peeee €63.418 C63.418 
COrding 2... eee eee eee C 32.504 
Gescription ..... eee. e eee C 32.502 
320 type for hazardous 
locations, 
CONNECTIONS... ee ee eee eee G55,152 
description, installation 
and maintenance....... C55.152 


321 type (loudspeaker and 
distant talking transmitter), 
description and 


installation ........... C53.161 
Maintenance...e.e.e eee C53.163 
supplies,..... bee eee C53.162 
322 type (elevator sets), 
CONNECTIONS. ». seer eeee wee ©€65.861 C65.861 
description, installation and 
maintenance .......-e0508 C55.301 
324 type (for use on pier- 
heads and vessels)........ C55.252 
325 and 326 type for outdoor 
use, 
COMNECtIONS .ess eee eseves C65,857 C65.857 
description, installation 
and maintenance,..... . ©€55.251 C65.856 
328 type, 
connections. .... ssc eee eee C55.731 
description and installation. ©55,731 
Maintenance .. cscs csc e eee C55.735 
331 type, 
COMNECHIONS, .. cee eee ec cease C65.868 C65.868 
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Complete Reference 
Subject Sections Sections 


Telephones, (continued) 
Sets, (continued) 
332 and 334 type for sub- 
scribers with impaired 
hearing, 
connections, 
332 type telephone set... ©65.113 C65.113 
334 type telephone set.. C€65.114 C65.114 


description .....ee ee ween C54.311 
installation and 
Maintenance........... 54.114 
354 type, 
COMNECLIONS. . eee wee wee eee C63.433 C63.433 
COTAING cp seve csc cece vane C 32.523 
description and installation, ©32,509 
356 type, 
Connections... cc. eee ee eens C63.434 C63.434 
COTGING we pee eee cree erence 32,523 
description and installation. ©32.509 
357 type, 
CONNECTIONS... wee eee ees C63.435 C63.435 
COFKING weve eee ee ee ee ees C 32.523 


description and installation. ©32.509 
401, 410, 411, 440, 441, 460 
and 461 types, 


COrding..... eee ee ee eee C 32.525 
description ......e eee C53,151 
installation ........-0.5.5 G53.153 
maintenance .........000. C53.154 
SUPPIIES wo. eee eee ee es C53,.152 
500 type, 
CONNECTIONS. cree eee renee C63.441 C63,441 
COTdING. oe ee ee eee C 32.538 
description and installation. ©32,535 
501 type, 
comnéctions........2.0008% C63,.442 C63.442 
COFdiIng .. cee eee eee ee eae C 32.538 
D-17 3487, 
cConnNectionS...... cece eens C63.411 G63.411 


GeESCYiption ... ee cee eee C 32,502 


Federal Telephone and Radio 


COrPe cc ec ence cece rece eaee C32.507 
North Electric .........-6.- C 32.505 
Stromberg-Carlson ........- C 32.506 


Telephotograph Apparatus, 

coupling to telephone lines.... ©55.711 
Terminals, 

wiring of, 


cross-connecting types...... C24,196 C62,011 
distributing types........06. C24,191 C62.01h1 
inside protected types ...... C 33.401 C63.511 
Terminating, 
wire, 

at binding posts and screw 

terminals ....--. eee eee eee C62.011 C62,011 
at connecting blocks........ C33,.545 C63.721 
at cross-connecting 

terminals .... 2... ee ee eee C24.196 C62.011 


at distributing terminals.... ©G24.191 C62.011 
protector and signaling 


Bround ... ice ee eee ee C33.004 C63,504 
wire and cords at subscriber 
SCOTS veces een eee e arene re rene C24.18i C62.011 
Wiring at jacks ...........0-. C24.201 C62.011 
Test codes, plant (see Codes) 
Tests, 
magneto stationS..........0-- C64.151 C64,.151t 


with test desk, 
common battery stations.... C61.711 Cé61.711 
Tests and adjustments (indexed 
under apparatus subjects) 
Tip and Ring Identification - 
Common Battery Exchange 


Lin€sS. icc eee ee renee eee enee C61.714 C61.714 
Transmission Zoning of Station 
Apparatus wo. ec eee eee eee eee Cc 30.002 C63.002 
Transmitters, 
625A... eee cee ee eee eee C 35,101 
635A LL cee wee ee ee ee eeeees C35,102 


Trouble record, repairmen's... ©61.696 C61.696 
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Complete Reference 


Subject Sections Sections 
Turrets, order, 
No. 1, 
Connections. .... eee eee ee eee es C65.514 C65,514 
descriptions .c.s44 04 Gxgeace “OSS.101 
installation. .....0e008005 tan So 3103 C65,.511 
SUPPLICS sy ncurses eb ed Se eS C53.102 
tests and adjustments ....... C53.104 C65.511 
No. 2 and 2A, 
GMESCYiIption....2<cshnseveeews C53.111 
Mista lation: 14 oe oskeudeews 4 C53,113 
supplies ..... (eae wee eee ee x C53.112 
tests and adjustments....... ' €53,114 
No, 4, 
CONNECTIONS sc ka eae ee os seers C65.529 C 65.529 


description and supplies .... C€53.131 


Use (indexed under apparatus 
subjects) 


Varistors, 
3A, 4A, 5A, 33A and 37, 
connectionS ....ee eee eee eee C65.882 C65.882 
Verification of, 
line and station number at 
common battery stations, ... C©61.712 C61,.712 
subscribers station equipment, Ci5,901 
Voice Silencer, 


IAs type 2cees sear ce wens wees GC55,701 
Volume limiter ........06. ee eee C55.706 
Ww 
Wall sets (see Sets, subscriber) 
Wire, 


disposition of, in connection 
with removal of equipment... €24,23]1 

fastening, 
in buildings ..... ee ee C24,081 C62.111 
on desks and tables Pehle s C24.062 C62,121 


fishing in buildings without 


witing facilities wis sie eee C24.071 
identification. .......5 2 eee eeu C61,713 C61.713 
placing, 

itt: DU IN Ss cet Raa ea C24,061 C62,101 

at desks and tables,........ C24.062 C62.121 
SClCCUOn Ole dinacascwse et eeks 024,041 C62.001 
Shielded inside? ws isce ace ew ese C24,101 
splicing and repairing of ..... C24,141 C62.001 


terminating at, 
binding posts and screw 


ternal S wets kere ee ee Qos C62.011 
connecting blocks........00. C 33.545 C63.721 
cross-connecting terminals., ©24,196 C62.011 
distributing terminals....... C24,191 C62.011 
protector and signaling 
PLrOUNG of isin sei eondegeed 33.004 C63.504 
subscriber sets .........005 C24.181 62.011 
Wiring, 
cable inside type D........... C24,901 
general requirements......... C62.001 
limitations, main and extension 
StatlonSiss asad seswowwee eee C63,256 C63.256 
of desks and tables .......... C24.062 C62.121 
of inside protected terminals .. ©3%3,.401 C63,511 
Staple Gviversia¢ caaeud saa nag d C24,023 
Slap led ptarcest shcahee reece C24,064 
SUPDIIE S44 oc40e ieee owes oe wed C24,021 
terminating at jacks.......... 24,201. C62.011 
Wiring plan cabinets (See 
Cabinets) 
Wiring plans (see Plans, station 
wiring} 
Wiring of Cross-connecting 
Dermitials'. 54 sect dawds oeaeae C24.196 C62.011 


Zoning, 
station apparatuS...........465 C30.002 C63.002 
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